158    DOCKETED ITEMS

-9109170277 Revised monthly operating rept for May 1991 for Palo Verde Unit 3.
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
91/05/31. 1p. 59139:262-59139:262.

-9109170278 Revised monthly operating rept for June 1991 for Palo Verde Unit 3.
CHAVET.K.A. Arizona Public Service Co. {formerly Arizona Nuclear Power Project).
91/06/30. 1p. 59139:263-59139:263.

S. Reportable occurrence*, LERa & related correspondence

9109160294 LER 91-005-00;on 910731 ,ESF actuation occurred.Causad by monitor
failure.Correctfve action included unit 3 personnel verifying that no abnormal radiation
levels existed as described in section I.B.W/910823 Itr.

BRADISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 91/08/23. 7pp. 59127:072-59127:078.

9109110005 Special Rept 3-SR-91-006:on 910829,Class 1E inverter C failed durinp
maint evolutions.Caused by momentary ground on 120-volt Channel C vital ac electri-
cal bus.lnverter returned to svc & bus reenergized from associated inverter.
LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 /
09/03. Document Control Branch (Document Control Desk). 3pp. 59092:276-
59092:278.

9109240342 LER 91-006-00:on 910824,normal supply breaker opened between non-
Class 1E 13.8 KV bus & start-up transformer due to loss of power to 4.16 KV
bus.Caused by moisture induced short circuitW/910919 Itr.

BRADISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 91/09/19. 6pp. 59214:128-59214:133.

DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR

9109230068 Summary of 910820 meeting w/GE in San Jose.CA re piping design for
advanced BWR.Viewgraphs end.

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/09/13. Stand-
ardization Project Directorate (Post 901216). 7pp. 59191:144-59191:150.

9109230146 Notification of 910916-18 meeting w/GE in San Jose.CA to discuss open
issues from Electric Systems Branch review of Chapter 8 of GE SSAR for advanced
BWR.

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/09/13.
MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 4pp.
59187:016-59187:019.

9109200082 Informs licensee of three items that may affect NRC schedule for ad-
vanced BWR design certification review.

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
91/09/16. MARRIOTT.P.W. General Electric Co. 3pp. 59157:267-59157:269.

9109300225 Discusses resolution of issues re chapter 19K of std SAR for advanced
BWR design.Schedule consistent w/resolving issues in encl requested by end of Nov
1991.

MILLER.C.L Standardization Project Directorate (Post 901216). 91/09/19.
MARRIOT.P.W. General Electric Co. 5pp. 59257:123-59257:127.

9109300070 Forwards "TIER 1 Design Certification Matl Pilot ITAAC Examples for GE
Advanced BWR Design."

MARRIOTT.P.W. General Electric Co. 91/09/20. MILLER.C.L Standardization Project
Directorate (Post 901216). 2pp. 59245:268-59245:339.

-9109300071 'TIER 1 Design Certification Matl Pilot ITAAC Examples for GE Advanced
BWR Design."
* General Electric Co. 91/09/20. 72pp. 59245:270-59245:339.

A. Application/construction stage documents & correspondence

9109300229 Application for amend to CPPR-123,extending CP for 3 addl months until
911231 to provide sufficient time for license processing.

BAUER.T.L Texas. Univ. of, Austin, TX. 91/09/30. ADAMSA Non-Power Reactors.
Decommissioning & Environmental Proj. Dir. (Post 901216). 2pp. 59261:064-
59261:065.

H. General correspondence

9109050199 Requests that FA Ross (advanced LWR program manager for DOE) be
added to svc list.Address listed.

MARRIOTT.P.W. General Electric Co. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 1p. 59029:244-59029:244.

I. Financial information

9109300232 Submits  info re availability of funds for future decommissioning of
reactor.per 10CFR50.33 & 10CFR50.75.

FONKEN.GJ. Texas. Univ. of. Austin. TX. 91/09/24. Document Control Branch (Doc-
ument Control Desk). 3pp. 59261:066-59261:068.

Q. Inspection reports, IE Bulletins & correspondence

9109090074 Summary of 910822 meeting w/GE & NUMARC re insps.test, analysis &
acceptance criteria. List of attendees & handouts encl.

BORCHARDT.R.W. Standardization  Project Directorate (Post 901216). 91/08/28.
Standardization Project Directorate (Post 901216). 64pp. 59040:044-59040:108.

DOCKET STN-50-605 GE ADVANCED BWR DESIGN

DOCKET 52-002 SYSTEM 80+ STANDARDIZED NUCLEAR POWER PLANT DES.,

A. Application/construction stage documents & correspondence

9109040463 Forwards draft SER re review of application for certification of advanced
BWR design.Draft SER discusses results of review of GE std SAR Chapters 3,9.10,11

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
91/08/20. MARRIOTT.P.W. General Electric Co. 2pp. 58982:316-58983:151.

9109110058 Forwards summary of issues developed during course of NRC review of
Chapter 18 of SSAR for advanced BWR design.Issues should be resolved prior to is-
suance of FSAR.

SCALETTI.D. Standardization Project Directorate (Post 901216). 91/08/30.
MARRIOTT.P.W. General Electric Co. 8pp. 59069:262-59069:269.

9109100118 Forwards proprietary responses to advanced BWR SSAR Chapter 8 draft
SER open rtems.EncI withheld.

ROBARE.D.J. General Electric Co. 91/09/04. MILLER.C.L Standardization Project Di-
rectorate (Post 901216). 2pp. 59051:153-59051:154.

9109100169 Forwards GE proprietary responses to advance BWR SSAR Chapter 8
draft SER open items.EncI withheld.

ROBARE.D.J. General Electric Co. 91/09/04. MILLER.C.L Document Control Branch
(Document Control Desk). 1p. 59060:001-59060:001.

9109170308 Summary of 910806 meeting w/util in Rockville.Md re status & preliminary
findings from staff review of chapter 19 of GE ABWR SSAR-PRA.Copy of meeting
agenda,attendees list & handouts encl.

MCCREE.V.M. Standardization Project Directorate (Post 901216). 91/09/05. Stand-
ardization Project Directorate (Post 901216). 50pp. 59121:272-59121:325.

9109120242 Forwards summary of issues identified as result of review of GE application
for design certification of advanced BWR, including Reactor Sys Branch concerns re
intersystem LOCAs, shut down risk & BWR stability.

SCALETTI.D. Standardization Project Directorate (Post 901216). 91/09/06.
MARRIOTT.P.W. General Electric Co. 7pp. 59098:338-59098:344.

9109160343 Provides industry w/NRC initial reaction & comments to draft
submittals.Draft ITAAC lacked level of detail & specific acceptance criteria appropriate
for inclusion in tier 1 ITAAC.W/o encl.

MILLER.C.L. Standardization Project Directorate (Post 901216). 91/09/11. NG.R.N.
Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility
Manage. 1p. 59114:287-59114:287.

9109170330 Forwards info not included in previous Itr re identification of new issues for
GE advanced BWR review.

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/09/11.
MARRIOTT.P.W. General Electric Co. 8pp. 59118:023-59118:030.

9109180190 Requests info re identification of design differences between advanced
BWR & BWR-6 & resulting changes to draft STS technical requirements.
POSLUSNY.C.   Standardization   Project   Directorate   (Post   901216).   91/09/12.
MARRIOTT.P.W. General Electric Co. 3pp. 59139:063-59139:065.

9109230044 Requests response to outstanding CESSAR-DC submittals re design cerfi-
cation of sys 80+ within 120 days of 910809 Itr. Listed areas includerinterface re-
quirements & fire hazards analysis.

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
91/09/16. SCHERER.A.E. Combustion Engineering. Inc. 3pp. 59186:335-59186:337.

9109230044 Requests response to outstanding CESSAR-DC submittals re design cerfi-
cation of sys 80+ within 120 days of 910809 Itr. Listed areas include:interface re-
quirements & fire hazards analysis.

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
91/09/16. SCHERER.A.E. Combustion Engineering, Inc. 3pp. 59186:335-59186:337.

9109100095 Transcript of ACRS Subcommittee on Advanced PWRs proceedings on
910904 in Bethesda.MD to receive presentation from ABB C-E re Sys 80+ NUPLEX
Advanced Instrumentation & Control Sys & PRA applied to design.Pp 1-272.View-
graphs encl.

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/04. 250pp. 59075:001-
59076:084.

DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL

DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURQ, VA

9109300184 Forwards final administrative order on consent issued to B&W by EPA
under Section 3008(h) of Resource Conservation & Recovery Act.as amended.Mods
to initial order address B&W concerns raised during negotiations w/EPA.
GREAVES.R. Environmental Protection Agency. 91/09/18. ZEFF.D. Babcock &
Wilcox Co. JEWETT.JJ. McGuire. Woods, Battle & Boothe. 200pp. 59253:191-
59253:310.

9109100276 Discusses 910124 response to Nuclear Safety Assessment 70-0027/90-15
on 900820-24.Review of various document control sys within facility will be made to
determine if reductions & combinations needed.

CARSON.R.W. Babcock & Wilcox Co. 91/06/28. STOHR.J.P. Region 2 (Post 820201).
2pp. 59087:207-59087:211.                                                              *

-9109100282 Provides status of Open Items 90-01-01,90-15-4.6.7.13,16 & 26.Evalua-
tion of Safety Access Control Sys continuing.Sys operational & implementing proce-
dure being reviewed by mgt Expects procedure implementation to occurr by 910831.
OLSEN.A.F. Babcock & Wilcox Co. 91/05/31. Region 2 (Post 820201). 2pp.
59087:209-59087:210.

-9109100289 Informs that completion date for IFI-86-22-45 extended until 901101,per
determination that installation of add! fan & associated ducting needed to provide
emergency backup ventilation in event of failure of existing fan.
OLSEN.A.F. Babcock & Wilcox Co. 90/10/02. Region 2
59087:211-59087:211.

Region  2  (Post  820201).   1p.Arizona Public Serv-
